286     NONDOCKETEO ITEMS
8503050583 Forwards safety evaluation & technical evaluation rept re utii response to 801222 generic Itr re control of heavy loads.Guidelines of NUREG-0612,Sections 5.1.1 & 5.3 satisfied.Phase I resolved.
VASSALLO.D.B. Operating Reactors Branch 2. 85/02/11. MCNEILL.C.A. New York Power Authority (formerly Power Authority of the State of New York). 2pp. 29246:146-29246:148.
-8503050585 Safety evaluation re util response to 801220 generic Itr re control of heavy loads.Phase I of NUREG-0612 acceptable.
*  Office of Nuclear Reactor Regulation, Director. 85/02/11. 1p. 29246:148-29246:148.
-8501100262 TER-C5506-355 "Control of Heavy Loads.James A Fitzpatrick Nuclear Power Plant," technical evaluation rept.
BOMBERGER.C. Franklin Institute/Franklin Research Center. NRC-03-81-130. TAG 07990. 84/11/27. SINGH.A. NRC - No Detailed Affiliation Given. 25pp. 29246:149-29246:173.
8503060053 Forwards SER re control of heavy loads (Phase l),per response to 801222 generic Itr, "Control of Heavy Loads." Guidelines of NUREG-0612 satisfied & Phase I acceptable. Phase II evaluation to be subj of future correspondence. VARGA.SA Operating Reactors Branch 1. 85/02/19. OTOOLE.J.D. Consolidated Edison Co. of New York, Inc. 2pp. 29263:320-29263:322.
-8503060059 SER supporting control of heavy loads.Phase l.per NUREG-0612.
*  Auxiliary Systems Branch. 85/02/19, 1p. 29263:322-29263:322.
-8502070102 TER-C5506-362 "Control of Heavy Loads.lndian Point Unit 2." BOMBERGER.C. Franklin Institute/Franklin Research Center. NRC-03-81-120. TAG 07996. 85/01/31. SINGH.A. NRC - No Detailed Affiliation Given. 28pp. 29263:323-29263:350.
8503060055 Forwards Amends 110 & 85 to Licenses DPR-52 & DPR-68, respectively & safety evaluation.Amends extend date for installation of noble gas & iodine effluent monitors from 841231 to prior to startup of Unit 2,per TMI Item II.F.1. VASSALLOA Operating Reactors Branch 2. 85/02/12. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29264:235-29264:243.
-8503060061 Amends 110 & 85 to Licenses DPR-52 & DPR-68,respectively, extending date for installation of noble gas & iodine effluent monitors from 841231 to prior to startup of Unit 2, per NUREG-0737,ltem II.F.1.
VASSALLO.D.B. Operating Reactors Branch 2. DPR-68 A 085. 85/02/12. 4pp. 29264:237-29264:240.
-8503060067 Safety evaluation' supporting Amends 110 & 85 to Licenses DPR-52 & DPR-68,respectively.
*   Office  of Nuclear Reactor  Regulation,  Director.  85/02/12.   3pp.   29264:241-29264:243.
8503060063 Forwards "Procedures Generation Package," per Suppl 1 to NUREG-0737 & util 830803 commitment.
KOBER.R.W. Rochester Gas & Electric Corp. 85/02/28. ZWOLINSKI.J.A. Operating Reactors Branch 5. 1p. 29234:007-29234:151.
-8503060066 "Procedures Generation Package."
*  Rochester Gas & Electric Corp. 85/02/28. 150pp. 29234:008-29234:151.
8503060069 Forwards request for addl info on NUREG-0737,ltem II.D.1 re performance testing of relief & safety valves.Schedule of responses to questions requested within 30 days of receipt of Itr.AII responses requested within 120 days. MILLEFUR. Operating Reactors Branch 3. 85/02/11. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 7pp. 29246:266-29246:272.
8503060095 Notification of 850319 meeting w/util in Forked River.NJ to discuss NRC requirements for NUREG-0737,ltem III.D.3.4.2, "Control Room Habitability" & licensee design criteria to meet requirements.
DONOHEW.J.N. Operating Reactors Branch 5. 85/03/04. ZWOLINSKI.J.A. Operating Reactors Branch 5. 3pp. 29235:082-29235:084.
8503060112 Responds to 850130 t el con requesting info re automatic depressurization sys accumulator gas supply & verification of Class 1 seismic automatic depressurization sys components.per TMI Item ll.K.3.28.
PILANT.J.M. Nebraska Public Power District. NLS8500042. 85/02/26. VASSALLO.D.B. Operating Reactors Branch 2. 2pp. 29235:088-29235:089.
8503060141 NUREG-0981 R01 NRC/FEMA OPERATIONAL RESPONSE PROCEDURES FOR RESPONSE TO A COMMERCIAL NUCLEAR REACTOR ACCIDENT.
*  Director's Office, Office of Inspection and Enforcement. * Federal Emergency Management Agency. FEMA-51. 85/02/28. 34pp. Available at NRC. $3.75. 29263:287-29263:319.
8503060248 Ack receipt of 841109 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-369/84-21 & 50-370/84-18.
WALKER.R.D. Region 2, Office of Director. 85/02/19. TUCKER.H.B. Duke Power Co. 1 p. 29251:164-29251:179.
-8503060279 Insp Repts 50-369/84-21   & 50-370/84-18 on 840620-0720. Violation noted.-inadequate use of proceduresjncluding failure to restore vent valve to closed position & erroneous lift of diode lead wire.resulting in reactor trip. ORDERS.W., PIERSON.R., BROWNLEE.V.L Region 2, Office of Director. 50-370/84-18. 84/10/01. 8pp. 29251:172-29251:179.
8503060326 Forwards "Procedures Generation Package," prepared in accordance w/ NUREG-0899, "Guidelines for Preparation of Emergency Operating Procedures," dtd Aug 1982,for review.
ANDREWS.R.L Omaha Public Power District. LIC-85-086. 85/03/01. MILLER.J.R. Division of Licensing. 1p. 29238:008-29238:141.
-8503060335 "Procedures Generation Package."
*  Omaha Public Power District 85/03/01. 133pp. 29238:009-29238:141.
8503060356 Forwards review of emergency classification scheme contained in Section 13.3.3 of radiological emergency plan.Requests addl info re emergency action levels listed in Tables 13.3-1 .per NUREG-0654 within 30 days.
SCHWENCER.A. Licensing Branch 2. 85/02/22. CAHILL.WJ. Gulf States Utilities Co. 8pp. 29246:312-29246:319.
8503060511 Responds to Generic Ltr 84-24 re status of compliance w/ 10CFR50.49 concerning environ qualification of electrical equipment important to safety.Listed IE bulletin & info notices determined inapplicable to plant.No action required. WILLIAMS.J.W. Florida Power & Light Co. IEB-82-04. 85/02/19. THOMPSON.H.L Division of Licensing. 3pp. 29240:020-29240:022.
8503060719 Forwards "Comments on Vogtle Electric Generating Plant Unit 1,Detailed Control Room Design Review." Response to conclusions in 850315 rept requested to support issuance of SER & meet NUREG-0737,Suppl 1 requirements. ADENSAM.E.G. Licensing Branch 4. 85/02/27. FO
5pp. 29265:001-29265:005.
FOSTER.D.O. Georgia Power Co.
8503060768 Forwards SSER 5 (NUREG-0887) re operation of facilities. W/o encl YOUNGBLOOD.BJ. Licensing Branch 1. 85/02/26. EDELMAN.M.R. Cleveland Electric Illuminating Co. 4pp. 29246:257-29246:260.
8503060798 Forwards request for addl info re NUREG-0737,ltem II.D.1, "Performance Testing of Relief & Safety Valves." Response requested within 90 days of Itr receipt MILLER.J.R. Operating Reactors Branch 3. 85/02/12. FAY.C.W. Wisconsin Electric Power Co. 8pp. 29246:243-29246:250.
8503060839 Advises that Class III & I fees appropriate for portions of 840316 application for amends to Licenses DPR-51 & NPF-6 concerning NUREG-0737 & shift overtime items responding to Generic Ltrs 83-37 & 82-16. DIGGS.R.M. License Fee Management Branch. GL-82-16. 85/02/27. GRIFFIN.J.M. Arkansas Power & Light Co. 1p. 29246:174-29246:174.
8503070011 Advises that one of Revs 6-8 to radiological emergency plan inconsistent w/10CFR50.54(q),10CFR50.47(b),App E to 10CFR50 & Suppl 1 to NUREG-0737.Plan mod requested within 45 days of Itr date. OLSHINSKI.J.A. Region 2, Office of Director. 85/02/04.
STEWART.W.L   Virginia   Power   (formerly   Virginia   Electric   &   Power  Co)   1p 29268:131-29268:131.                                                                                                   K'
8503070071 Registers disagreement w/util plan not to include Tech Specs to limit overtime for plant personnel.Sample Tech Spec limiting overtime encl.Proposed Tech Specs requested within 90 days of Itr receipt.
VARGA.SA Operating Reactors Branch 1. GL-82-12. 85/02/22. OTOOLE.JD Consolidated Edison Co. of New York, Inc. 4pp. 29281:353-29281:362.
-8503070083 Forwards status of review of Tech Specs per NUREG-0737.Items requiring addl submittals listed in encl.
STAROSTECKI.R. Division of Project & Resident Programs. TAG 49736. 84/08/30 EISENHUT.D.G. Division of Licensing. 4pp. 29281:357-29281:362.
8503070194 Final response to FOIA request for INPO documents re event repts.Forwards Apps N & O documents.Documents also available in PDR.Eighteen documents withheld (ref FOIA Exemption 4).
DIRCKS.W, Office of the Executive Director for Operations. 84/09/20. TOTTEN.M. Critical Mass Energy Project. 6pp. 29280:038-29280:058.
-8305230417 Forwards comments on NUREG/CR-3122, "Draft Case Study Rept - Potentially Damaging Failure Modes of High & Medium Voltage Electrical Equipment" Inst has no technical comments.
ROSEN.S.L. Institute of Nuclear Power Operations. 83/04/08. HELTEMES.C.J. Director's Office. 4pp. 29281:115-29281:118.
8503070249 Responds to 850115 request for description & schedule for mods to decrease closure time of 4-inch vent header internal valve.Mod entails replacement of redundant solenoids.per TMI Action Item II.E.4.2.6. LINDER.F. Dairyland Power Cooperative. LAC-10598. 85/02/27. ZWOLINSKI.J. Operating Reactors Branch 5. 2pp. 29260:316-29260:317.
8503070275 Forwards Insp Repts 50-245/84-27 & 50-336/84-25 on 841209-850113.No violation noted.Requests review of adequacy of controls re SEP commitments & written rept within 30 days of Itr receipt. WENZINGER.E.C. Region 1, Office of Director. 85/02/28.
COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 29260:235-29260:247.
-8503070281 Insp Repts 50-245/84-27 & 50-336/84-25 on 841209-850113.No violation noted.Major areas inspected:evaluations of plant operations.equipment alignments & readiness.radiation protection & physical security.
SHEDLOSKY.J.T.   Region   1,   Office   of   Director.   IEIN-84-86,   85/02/15.   11pp. 29260:237-29260:247.
8503070282 Forwards Amends 99 & 81 to Licenses DPR-53 & DPR-69, respectively & safety evaluation.Amends revise Tech Specs to provide limiting conditions for operation & surveillance requirements for listed NUREG-0737 items. JAFFE.D.H. Operating Reactors Branch 3. 85/02/22. LUNDVALLAE. Baltimore Gas & Electric Co. 3pp. 29269:307-29269:309.
-8503070300 Amends 99 & 81 to Licenses DPR-53 & DPR-69,respectively, revising Tech Specs to provide limiting conditions for operation & surveillance requirements for NUREG-0737 items.
MILLER.J.R.   Operating   Reactors   Branch   3.   DPR-69  A  081.   85/02/22.  36pp. 29269:310-29269:345.
-8503070304 Safety evaluation supporting Amends 99 & 81 to Licenses DPR-53 A DPR-69,respectively.
*   Office   of  Nuclear  Reactor   Regulation,   Director.   GL-83-37.   85/02/22.  3pp. 29269:346-29269:348.
8503070324 Submits results of leak rate testing on  liquid sys likely to contain radiation.per NUREG-0737,ltem III.D.1.1 & FSAR Section 1.9.37.Leakage rates determined per Rev 1 to Procedure PE-5-007 acceptable. COOK.K.W. Louisiana Power & Light Co. W3P85-0538. 85/03/04. KNIGHTON.G.W. Licensing Branch 3. 2pp. 29260:269-29260:270.
8503070359 Informs that audit necessary to complete review of 840430 & 850116 submittals re NUREG-0737,ltem I.D.2, "Plant SPDS." Audit on 850409-10 requested. STOLZ.J.F. Operating Reactors Branch 4. 85/02/15. HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 4pp. 29282:099-29282:102.C.LDate that revised package will be submitted requested within 30 days. VASSALLO.D.B. Operating Reactors Branch 2. 85/02/19. HARRINGTON,W.D. Boston Edison Co. 2pp. 29245:322-29245:331.
